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COMPANY 
Head Office: 


291 GARRY STREET 
WINNIPEG 1, CANADA 
TELEPHONE 947-0211 


STATEMENT OF FINANCIAL HIGHLIGHTS 
For 6 Months ending June 30, 1968 (Unaudited) 
(with comparative figures for first 6 months of 1967) 


Revenue from all Departments 
Interest paid on Deposits 
Gross Income after Interest 


General Operating and 
Administration Expense 


Total Expenses 

Net Profit for 6 mos. period 
Total Deposits 

Total Assets 


Net Capital 


Dear Shareholder: 


June 30/68 
318,848.00 


208,734.00 
140,111.00 


80,508.00 
289,242.00 
29,606.00 

8 ,046,203.00 
8,697,924.00 
665,314.00 


June 30/67 Change 
259,173 ~.00*%03259,675.00 
158,000.00 50,734.00 
LOU, 73600 8,941.00 
76,542.00 3,966.00 


234,543-00 54,699.00 
24, 630.0029? b ,976.00 
6,592,010.00 1,454,193-00 
7,164,,861-00. 1,533,063.00 


bE7,.89.00 117,820.00 


Increase 
Increase 


Increase 


Increase 
Increase 
Increase 
Increase 
Increase 


Increase 


I am pleased to present the unaudited highlights of your Company's 
growth during the last 6 months, with comparative figures for 6 months ending 


June 30, 1967. 


Your Company continues to progress at a satisfactory rate in spite 


of the high cost and keen competition for savings. 


the second half is acceptable, we do not anticipate any major change in 


these prime factors. 


Yours very tyuly, 


MEMBER: CANADA DEPOSIT INSURANCE CORPORATION 


Whilst the outlook for 
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